Brief comment text:

Please do not reconfigure the 902-928 MHz band used by amateur radio and Meshtastic, and replace it with a backup GPS system.

The explosion in popularity of LoRa and Meshtastic devices is critical for experimentation, learning, and, public safety. Thousands of people are learning about radios because of this technology. Please keep the band allocation as it is currently.

Thank you,
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